Call for Service Detail Report 


Master incident: 
Incident Status: 
incident Date: 


KIFD 006045111 
Closed 

07/09/2016 22:31:12 


CFS Information 




Incident Type! 

MEDIC 

Incident Status: 

Closed 

Priority: 

Priority 3 

Incident Type: 

MEDIC 

Agency: 

Fire 

Problem; 

Medic 

Taken By: 

MEREDITH, KelSlC 

Jurisdiction!: 

KIFD 

Disposition: 

999 -completed Fire call wf* 

Bata [lien: 

Kirkland Fire 

Closed Time: 

7/9/2010 11:19:27 PM 

Response Area: 

KIFD-27 

Latitude: 

47,71049! 

Response Plan: 

KI-Z27 MEDIC WEST 

Longitude; 

-122.204620 

Radio Channel: 

FTAC1 


jCFS location 




Common Name; 

Fairfax Hospital 

Location Type; 

Medical Clinic 

Address; 

10200 He 132 nd St 

Cross Street: 

102ND LN NE/103RDPL ME 

Apartment: 

City, State: 

KIRKLAND, WA 

GEO Cade: 

5771 


|Ca lifer Information _ _ 

Caller Name: Phone: 425-621-200G 

IDC: 16M7 Call Source: 911 - Land line 


Call Timestamps 


Phone Pickup: 

£>7/09/2016 22:31:12 

Received To Queue: 

00:00:01 

First Keystroke: 

07/09/20IS 22:31:15 

Call Taking Complete? 

00:11:10 

Entered Queue; 

O7/D9/2016 22:31:25 

In Queue To 1st Assigned: 

00:00:18 

Call Talcing complete: 

Q7/09/2018 22:42:34 

Call Received To 1st Assign: 

00:00:31 

First Unit Assigned; 

07/09/2018 22:31:43 

Assigned To 1st Enroute: 

CD: 02:11 9 

First Unit Enraute; 

07/09/2018 22:33:56 

Enroute Tn 1st Arrived: 

00:02:44 8 

First Unit Arrived; 

Closed!: 

07/09/2018 22:36:41 
07/09/2018 23:19:27 

Duration; 

0O:4S:15 


Resources Assigned 


Unit 

Dispatched 

En mute 

Staged 

Arrived 

Patient Contact 

Cleared 

A29 

22:31 43 

22:33:56 


22:36:41 


23!19:27 

MZ3 

22:34:48 

22:34:57 


22:37:01 


22:49:21 


icall Transports _ 

Unit Name Address Mode Protocol Transport Arrived Cleared 

A 2 9 Evergreen Hosplta I 12040 NE 12STM ST Nan - E merg ency Non - Em ergen ty 22:57:13 22:57:40 23:19:27 










Comment Time 


Performed By 


CENTRAL UNIT 

External Case Number 'KIFD 20180004415' added for KIFD. 


RP HAS NO INFO - TRYING TO GET FURTHER 


POSS SZ - FELL AND HIT HEAD 
FELL BECAUSE OF SZ 
SOME BLEEDING FROM MOUTH 
DETOXING FROM ALCOHOL 

[Notification] [Fire]-Problem changed from Aid - Emergency to UPGRADE 
[Notification] [Fire]“Problem changed from UPGRADE to Medic by Fire 
External Case Number 'REFD 20180005790' added for REFD, 


[Address Changes! 


Priority Changes 


Alarm Level Changes 


Alarm Number 


Performed By 

MEREDITH, Kelsie 
MEREDITH, Kelsie 






